Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 STATE 140356 

62 

ORIGIN ERDA-07 

INFO OCT-OI EUR-I2 ISO-00 OES-05 SCCT-OI SY-05 ACDA-10 

CIAE-00 INR-07 NSAE-00 FEA-OI NSC-05 L-03 /057 R 

66616 

DRAFTED BY U ERDA:SS:JOHN F. MAHY 
APPROVED BY OES/SCI: 

IXON HOYLE 

USERDA:ACTDIR:RETHARP 

USERDA:IP:ASFRIEDMAN 

EUR/RPE:DLAMB 

059717 

R 16I92IZ JUN 75 
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E.O. 1 1652: N/A 
TAGS: TECH 

SUBJECT: TERRORIST EXPLOSION AT SITE OF NUCLEAR POWER STATION 


REE: PARIS 11636 

1. U.S. SECURITY OEFICIALS ARE INTERESTED IN DISCUSSIONS PROPOSED 
IN REFTEL ON ERENCH SECURITY MEASURES IN RELATION TO SUBJECT 
TERRORIST ATTACK. U.S. APPRECIATES THOUGHFUL AND COOPERATIVE 
FRENCH ATTITUDE IN SHARING WHAT THEY HAVE LEARNED FROM THIS 
EXPERIENCE. 

2. INVIEW OF NUMBER OF OFFICIALS IN WASHINGTON WHICH HAVE 
EXPRESSED INTEREST IN THIS MATTER WE WOULD PREFER DISCUSSIONS BE 
HELD IN WASHINGTON WHEN AND IF ANY FRENCH OFFICIALS VERSED IN 
SUBJECT ARE IN U.S. ALTERNATIVE WOULD BE FOR USG PHYSICAL 
PROTECTION OFFICIALS TO STOP IN PARIS WHEN NEXT IN EUROPE. IN 

ANY CASE, WE WOULD BE GRATEFUL FOR ANY FURTHER DETAILED REPORTS 
ON THE EVENT AND ON THE GOF RESPONSE TO IT IN THE AREA OF 
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EXISTING AND FUTURE PHYSICAL PROTECTION MEASURES. 
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